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To: Raymond Lau 
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cc: Bettie Nelson 
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From: Robert A. Earl. Ph.D. 

robertear1@mdsps.com 

Phone: 402-437-4945 
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Fax; 402-476-7598 

Pages: 8 (lnd.com page] 

Subject: Revise Time & Event Schedule (28030) 

Raymond and Bertie, 


Here are the same pages from the Time & Event Schedule for your 466-03 study after your requested changes. Per 
Bettie’s e-mail we have delayed the 11:00 blood draws until 11:30. That way this event will be 15 minutes after die 
participants have been released from the environmental smoke testing room. 

Since the last piece of equipment and the additional fire extinguisher arrived yesterday, 1 think that everything is 
ready for your arrival tomorrow evening. As I mentioned in my previous e-mail, please call me (402-499-4233) as 
soon as you arrive in Lincoln, I will then be able to meet you at the facility and make sure you get in smoothly. 

I look forward to seeing you tomorrow. 


Bob 
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